72       DOCKETED ITEMS

9005040230 Forwards Amends 141 & 139 to Licenses DPR-32 & DPR-37, respectively
& safety evaluation.Amends delineate surveillance requirements for emergency diesel
generator load sequencing mod completed in 1989.

BUCKLEY.B.C. Project Directorate II-2. 90/05/01. STEWART,W.L Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 53737:348-53737:359.

-9005040231 Amends 141 & 139 to Licenses DPR-32 & DPR-37,respectively, delineat-
ing surveillance requirements for emergency diesel generator load sequencing mod
completed in 1989.
BERKOW.H.N. Project Directorate II-2. 90/05/01. 6pp. 53737:351-53737:357.

-9005040233 Safety evaluation supporting Amends 141 & 139 to Licenses DPR-32 &
DPR-37,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/01. 2pp.
53737:358-53737:359.

9005160218 Notification of 900523 meeting w/util in Rockville.MD to discuss licensee
matls procurement program.

BUCKLEY.B.C. Project Directorate il-2. 90/05/11. BERKOW.H.N. Project Directorate
II-2. 2pp. 53835:317-53835:318.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005220194 Forwards summary of 900430 mat meeting w/util at plant Innsbrook Tech-
nical Ctr re activities authorized for plant & status of ongoing outage mgt efforts &
process.List of attendees & handouts also encl.

REYES.LA. Region 2, Ofc of the Director. 90/05/15. STEWART,W.L Virginia Power
(Virginia Electric & Power Co.). 27pp. 53901:176-53901:202.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005230363 Application for amends to Licenses DPR-32 & DPR-37,based on reanalysis
of main steam pipe scenarios & impact of Westinghouse-identified ECCS inconsisten-
cies between plant ECCS configuration & input assumptions in LOCA analysis.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 90/05/16. Document
Control Branch (Document Control Desk). 3pp. 53919:236-53919:280.

-9005230365 "Analysis of Small Steam Line Break Performance W/o Low Pressurizer
Pressure Safety Injection.Surry Units 1 & 2."

*   Virginia Power (Virginia Electric & Power Co.).  90/05/16. 37pp.  53919:239-
53919:275.

-9005240001 Proposed Tech Specs re max power level,repts.records & steam genera-
tor repair program.

* Virginia Power (Virginia Electric & Power Co.). 90/05/16. 5pp, 53919:276-53919:280.

9005220160 Forwards understanding of current status of unimplemented USIs for
plant.per 891129 response to Generic Ltr 89-21. Licensee encouraged to complete
unimplemented USIs.

BUCKLEY.B.C. Project Directorate II-2. 90/05/17. STEWART.W.L Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 53901:064-53901:066.

Q. Inspection reports, IE Bulletins & correspondence

9004240442 Forwards Insp Repts 50-280/90-10 & 50-281/90-10 on 900305-09.No vio-
lations or deviations noted.

GIBSON.A.F. Region 2, Ofc of the Director. 90/04/11. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 4pp. 53595:292-53595:303.

-9004240444 Insp Repts 50-280/90-10 & 50-281/90-10 on 900305-09.No Violations or
deviations noted.Major areas inspected: licensee quality verification activity.
MOORE.R., JURY.K., JAPE.F.  Region 2,  Ofc of the Director. 90/04/11.  8pp.
53595:296-53595:303.

9005240031 Ack receipt of 900327 supplemental response to 860408 notice of
violation.Response meets requirements of 10CFR2.201.

SINKULE.M.V. Region 2, Ofc of the Director. 90/04/16. STEWART.W.L Virginia
Power (Virginia Electric & Power Co.). 3pp. 53924:026-53924:028.

9005020342 Forwards Insp Repts 50-280/90-15 & 50-281/90-15 on 900319-23.No vio-
lations or deviations noted.

STOHR,J,P. Region 2, Ofc of the Director. 90/04/20. STEWART.W.L. Virginia Power
(Virginia Electric & Power Co.). 3pp. 53679:192-53679:200,

-9005020346 Insp Repts 50-280/90-15 & 50-281/90-15 on 900319-23.NO violations
noted.Mafor areas inspected:emergency preparedness program including review of
traininacnanges to emergency organization.audit repts & mafnt of equipment.
SARTOR.W.M., RANKIN.W.H. Region 2, Ofc of the Director/
53679:195-53679:200.

or.  90/04/20.   6pp.

9005020350 Forwards Insp Repts 50-280/90-13 & 50-281/90-13 on 900319-23.No vio-
lations or deviations noted.

STOHR.J.P. Region 2, Ofc of the Director. 90/04/23. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 53716:208-53716:228.

-9005020353 Insp Repts 50-280/90-13 & 50-281/9Q-13 on 900319-23-No violations or
deviations noted.Major areas inspected: confirmatory measurements.radioactive ef-
fluents & radiation monitoring program.

SEYMOUR.DA, CARRION.R.P., DECKERJ.R. Region 2, Ofc of the Director. 90/04/
23. 18pp. 53716:211-53716:228.

9005010196 Responds to unresolved items noted in Insp Repts 50-338/89-12.50-339/
89-12,50-280/88-19 & 50-281/88-19 re secondary sys containment leakage & con-
eludes leakage need not be quantified & not included in as-found leakage.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 90/04/24. Document
Control Branch (Document Control Desk). 3pp. 53677:275-53677:277.

9005030071 Provides info re interpretation of bioassay measurements to assess intakes
of radioactive matl.NRC memo updating position taken in Info Notice 82-18, "Interpre-
tation of Bioassay Measurements;Assessment of Intakes" encl.
STOHR.J.P. Region 2, Ofc of the Director. 90/04/24. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 53712:351-53712:357.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005080042 Forwards Insp Repts 50-280/90-14 & 50-281/90-14 on 900304-31 & notice
of violation.

REYES.LA. Region 2. Ofc of the Director. 90/04/27. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 53763:303-53763:324.

-9005080043 Notice of violation from insp on 900304-31 .Violation noted: periodic test
of main station battery 2B cell voltage check not followed & discrepancy not noted on
test critique sheet as required by Step 6.2.1.
REYES.LA. Region 2, Ofc of the Director. 90/04/27. 2pp. 53763:306-53763:307.

-9005080044 Insp Repts 50-280/90-14 & 50-281/90-14 on 900304-31. Violation
noted.Major areas inspected:plant operations, maint,surveillance,LER review.action on
previous findings, evaluation of assessment capability & QA.

HOLLAND.W.E, YORK.J.W., FREDRICKSON.P. Region 2, Ofc of the Director. 90/047
26. 17pp. 53763:308-53763:324.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow SetpoinL"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030. "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York. Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034. "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005220367 Forwards Insp Repts 50-280/90-09 & 50-281/90-09 on 900402-12.No vio-
lations or deviations noted.Deficiencies identified but not cited.
EBNETER.S.D. Region 2. Ofc of the Director. 90/05/15. STEWART.W.L. Virginia
Power (Virginia Electric & Power Co.). 4pp. 53905:121-53905:217.

-9005220376 Insp Repts 50-280/90-09 & 50-281/90-09 on 900402-12.No violations
noted.Major areas inspected:accuracy of plant EOPs.to verify that specified actions
could be accomplished using existing equipment.controls & instrumentation.
SCHIN.R., PEEBLES.T.A. Region 2, Ofc of the Director. 90/05/09. 93pp. 53905:125-
53905:217.

9005180001 NRC Info Notice 90-036. "Apparent Falsification of State of OT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York. Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005030346 "1989 Radiological Environ Monitoring Program Rept" W/900430 Itr.
BLOUNT.P.F., GARBER.BA,  ERICKSON.D.L Virginia Power (Virginia Electric &
Power Co.). 89/12/31. 134pp. 53723:032-53723:165.to Regulatory Re-
